Brief comment text:

In reference to 24-240, I oppose the proposal to replace the open 902-928 MHz band with a back up gps system. While I do not disagree with a backup gps system itself, I disagree with the removal of the open 902-928 MHz band as this severely degrades the ability for everyday people to implement contingency communications plans into their daily lives. The FCC has the full ability to effectively manage the RF spectrum without disrupting this vital open band.
